Message 


From: Monroe, Natalie (AGO) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=REC1PIENTS/CN=NMONROE] 

Sent: 4/5/2012 1:18:04 PM 

To: Ha n, Linda (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Linda.Han] 

Subject: RE:[^^H 


This is very helpful. Thank you. 
Natalie 


From: Han, Linda (DPH) 

Sent: Thursday, April 05, 2012 9:08 AM 
To: Monroe, Natalie (AGO) 

Subject: 

Hi Natalie: See below and attached. Thanks for your help. Linda 
Linda Han, MD, MPH 

Director, Bureau of Laboratory Sciences 
William A. Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
(617) 983-4362 (phone) 

(617) 983-6211 (fax) 

WWW.mass.gov/dph/bl s 


-Original Message- 

From: O'Brien, Elisabeth (DPH) 

Sent: Thursday, April 05, 2012 8:32 AM 
To: Han, Linda (DPH) 

Subject: 

Hi there, 

I am attaching a copy of the police pickup sheet for 10-06-2005. I was the custodial chemist on this case 
and performed all of the preliminary testing on 9-26-05, GC/MS testing was completed on 9-29-2005. 

I must document your request for these records and where the information is being sent would be helpful, 
especially if it is being sent out to a third party. 

Thanks, 

Betsy 


From: DPH-ITS, Scanner (DPH) [itsscanner@massmai1.state.ma.us] 
Sent: Thursday, April 05, 2012 8:06 AM 
To: O'Brien, Elisabeth (DPH) 

Subject: 

This E-mail was sent from ''DPH-SLI-361-Scanner" (Aficio MP 3350B). 

Scan Date: 04.05.2012 08:06:59 (-0400) 

Queries to: itsscanner@massmail.state.ma.us 
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